jqs r. 


/ 'MDS 

Pharma Services 

Institutional Review Board 


621 Rose Street 
Lincoln, NE 68502 USA 

Www.mdsps.com 

Tel: (402) 476-2811 
Fax: (402) 476-7598 


Frank E. Landis, Jr. 
Chairman 


O Robert Mayes, M D. 
John F. Keller, MSA 
Ok:n r. t.au, LI D 
JoAnn Le Baron, R.N. 

June 4, 2003 

Sara W. Morrow, Pharm.D. 
Richard C. Toren, M.O. 
SdinueE Van Pelt 


Irving E. Weston, M.D. 7udy E. Carver 

Mark J. Allison, M.D. Secn3tB ‘> 

MDS Pharma Services 
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Phoenix, AZ 85044 

RE: SMP Communications - Annual Review/Approval 
Dear Drs. Weston & Allison: 

On June 3, 2003, the MDS Pharma Services Institutional Review Board considered and reapproved 
the credentials of SMP Communications to continue translating from English to Spanish the 
advertisements used at the MDS Pharma Services Phoenix site. 

If you have any questions regarding this matter, please do not hesitate to contact me. 
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